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CALLAWAY GARDENS 
PINE MOUNTAIN, GEORGIA 
View of stained glass window and entrance 
to Ida Cason Callaway Memorial Chapel, a place 
which puts Gardens visitors close to God and to 
Nature. Chapel built to offer visitors a place for 
quiet prayer and meditation. 
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